CARE, CARE+ and Hygiene Schedule January 20 to February 14 


MHU 1 


CARE 

CLEANING AND RAPID ENGAGEMENT 


Trailer 1 Water Meter #96250673 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 


1.20 

1.21 

1.22 

1.23 

1.24 

Vetted Location 

HOLIDAY 

7114 W Manchester Ave 

2402 Centinela Ave 

Ohio and Bundy Triangle Park 

2573 S Barrington Ave 



(Westchester Park) 

(W Pico Blvd & S Centinela Ave) 


(Gateway Blvd & S Barrington Ave) 


CD11 

CD11 

CD11 

CD11 

CD11 








1.27 

1.28 

1.29 

1.3 

1.31 

Vetted Location 

7114 W Manchester Ave 

4200 Pacific Ave 

2402 Centinela Ave 

2573 S Barrington Ave 

Ohio and Bundy Triangle Park 


(Westchester Park) 

(E the Grand Cl & Pacific Ave) 

(W Pico Blvd & S Centinela Ave) 

(Gateway Blvd & S Barrington Ave) 



CD11 

CD11 

CD11 

CD11 

CD11 








2.3 

2.4 

2.5 

2.6 

2.7 

Vetted Location 

Lincoln Blvd & Flower Ave 

7114 W Manchester Ave 

4200 Pacific Ave 

4200 Pacific Ave 

2402 Centinela Ave 


UCLA Clinic * must be careful with 
this site 

(Westchester Park) 

(E the Grand Cl & Pacific Ave) 

(E the Grand Cl & Pacific Ave) 

(W Pico Blvd & S Centinela Ave) 


CD11 

CD11 

CD11 

CD11 

CD11 














2.1 

2.11 

2.12 

2.13 

2.14 

Vetted Location 

2402 Centinela Ave 

2573 S Barrington Ave 

2573 S Barrington Ave 

Ohio and Bundy Triangle Park 

Ohio and Bundy Triangle Park 


(W Pico Blvd & S Centinela Ave) 

(Gateway Blvd & S Barrington Ave) 

(Gateway Blvd & S Barrington Ave) 




CD11 

CD11 

CD11 

CD11 

CD11 





















CITY or LOS 4N0CLCS 



































